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XXIV. ExraSl of a Meteorological Journal for the Teat 
1777, kept at Briftol, by Samuel Farr, M. D. 


Read February 26, 1778, 




Barometer. 


Months, 

Higheft. 

Loweft. 

Mean. 

Vicillitude. 





+ 

January 

30.18 

29.26 

29.83 

0.50-1 

+ 

February 

29-93 

28.88 

29.62 

0.43-1 

March 

30-05 

28.80 

29.30 

Hjf9 

lii 

d 

April 

30.26 

29.30 

29.84 

0.47- i 

May 

30.10 

29.16 

29.61 

0.39-1 

% 

June 

30.25 

29-55 

29.80 

0.30- i 
+ 

July 

30.29 

29.30 

29.84 

o- 3 °- i 

Auguft 

30.27 

29-35 

29.89 

0.35- I 
+ 

September 

30.20 

29.50 

29-93 

0.28- l 
+ — 

O&ober 

30.09 

28.47 

29.65 

0.93-ii 

November 

30.28 

29.04 

29.86 

0.58- § 

December 

30.38 

28.83 

29.56 

0.49- | 

+ riling. 

— falling. 
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An abridged Table of the winds, &c. for Bristol, for 
the Year 1777. 



N 

E 

W 

s 

NW 

SE 

NE 

SW 

Rain. 

0? 

p 0* 

♦ w- 

O**: 

p p 
** 

Thunder, &c. 

Jan. 

2| 

0 

0 

2 

2- 

^2 

10 

u 

4 

.0.996 

12 

3f 


Feb. 

I 

H 

X 

2 

I 

2 

3l 

12 

6f 

*•3S3 

8 

iof 


Mar. 

if 

I 

0 

2 

ii 

5f 

nf 

9 

2.250 

5 

x s 


Apr. 

O 

1 

2 

0 

O 

O 

3i 

17 

9 

I.962 

3 

I 3 z 


May 

1 

z 

i 

i 

3§ 

I 

3 

10 

12 

2.657 

0 

14 

20. N. E. 

Jun 

1 

2 

O 

i 

3 

4 

0 

7 

*5 

1.838 

0 

I ;3f 


J u iy 

5 

O 

Si 

if 

4 

4 

4 

7 

3*285 

0 1 

Hf 

24. N.E. 29. N.E. 

Aug. 

f 

I 

0 

1 

2 

3f 

3 

20 

1.887 


13 

8. S.E. 28. N.E. 

Sept. 

1 

3 

i 

if 

2 

8 

1 7 

7 

0.439 


r 7f 

27. S.E. 28.S.E. 

0£. 

0 

i 

i 

f 

3 

2f 

9 

iS 

3.602 


I4f 

6. S. E. 30. S. 

Nov. 

1 

X 

i 

2 

3 f 

5 

3f 

14 

2.I4I 

8 

1 of 


Dec. 

5 

i 

0 

1 

2 

if 

if 

14 

6f 

o-9S9 

12 

7f 


■1 

IQ f 

8£ 

i7f 

27 

50 

109 

126 

m 

0! 

i44f 



WEATHER FOR THE YEAR 1777. 

January. A froft to the nth ; wet to 14th, which 
was dry ; 15th wet; 16th and 17th dry; 18thwet, then 
dry to 33d, and after to..3.7th; then-dry to the end ; 31ft 
a froft. 

February. The ift and 3d wet; the 3d, 4th, and 5th 
irofty, with fnow on the night of thelaft ; it was then 

dry 
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dry to the 10th; fnow’d on nth and 12th; it was then 
dry to 18th, when it fnow’d again; and on 19th and 20th 
was dry; 21ft it fnow’d, and after that was wet to 28th. 

March. Wet to 3d, that and 4th dry; 5th wet, then 
dry to 9th, and after to the 13th; then wet to 2 2d, and 
on 23d; it was then dry to 29th; the 30th was cloudy, 
yet dry ; the 31ft was wet. 

April. There was no rain till 7th at night, nor after 
till nth; 12th was dry; 13th ftormy; 14th fair; 15th 
ihowery; 16th and 17 th dry; on 18th it fnow’d; 19th 
fair; it was then wet to 26th, but after dry to 29th; 
30th dry. 

May. The ill was dry; it was then wet to the 5 th, 
but dry again to 9th; the 10th was fair, but afterwards 
it was wet to 19th; 20th was ftormy, and wet continued 
to 26th; 27th was wet; 28th and 29th fair; 30th wet; 
31ft dry. 

June. The ift was wet, but it did not rain till after 
8th; 9th was dry; 10th and nth wet; 12th dry; 13th 
ftormy, as were 13th, 14th, 15th, 16th, 17th, and 18th 
dry, but it rained in the night of the laft; after that 
ftormy to 24th, which was fair; it was wet after to the 
end, except 28th. 

July. Was wet every day to 9th, except 2d and 6th; 

1 oth was fair, and every day, except 1 ith, to j 9th; then 

Vol. LXVIII. Zzz wet 



0 0 £>r» farr's Meteorological Journal. 

wet to 25th; a 6th dry; reft wet. 

Auguft. Was fair till the 5th, and after to the 8th; 
the 9th) 1 oth, and nth was dry; 12th wet; it was 
then dry to the 21 ft, except in the night of 15th; 2.1ft 
and 026 were ftormy; the reft of the-month was dry, 
but father cloudy, except on 28th and 30th. 

September had the 2 firft days ftormyit was then 
dry and frOfty after 13th to tne 19th; 20th was fair; 
and rain fell after and in fnaall quantities only on 25th, 
29th, and 30th. 

October was alternately fair and wet to the 8th; after 
that it was dry to 14th ; then wet to 19th ; then dry to 
03d; 24th was wet in the evening; 25th dry; after that 
wet to the end and ftormy, except 27th. 

November. -Hie ift was dry, but after that it was wet 
to the 7th, and, except 9th and 12th, again till the 14th, 
from which it was foggy, but dry, to 18th; that and 
519th were wet ; it was after that dry and frofty to the 
27th; 28th was fair ; 29th and goth were wet. 

December* Except that fome heavy rains fell orntfaft 
4th, it was frofty and dry to the 18th, .which was wet; 
19th Was fair; on aoth it ihow’d, but was afterwards dry 
to 24th; 25th was dry; 26th wet; the reft was dry; on 
31ft ibttte fitOW fell. 





